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STATION SERVICE MANUAL 



I - GENERAL & ADMINISTRATIVE PRACTICES 

II - PROTECTION AND WIRING 

III - ASSOCIATED STATION APPARATUS 

IV - STATION SETS 

CONNECTIONS AND SERVICE 


This material is prepared for Bell System purposes and is for the 
use of Bell System employees only. Its distribution is in no sense 
a publication. Neither the material nor any portion thereof is to 
be reproduced in any form by others without the written petmis- 

sion of The New Jersey Bell Telephone Company, 

Printed in U.S.A. 
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NEW JERSEY BELL TELEPHONE CO. 

march 1973 

SECTION I 





station service manual 
numerical index 

GENERAL 


This index lists the contents for the General Division of the Station Service Manual. 

There will be no revised sections issued for this book. 

A complete reprinting and updating of this book is scheduled at twelve month intervals. At this 
time old manuals should be discarded. 

Information not contained in this book can generally be found in the Foreman’s set of books. 


Section Iss. Add. 


Subject 


OOO SPCS DOCUMENTS 

000 - 010-021 1 


SPCS Documents Safeguarding Trade Secret and Other 
Proprietary Information 


D02-SERVICE ORDER 

002-591-90INJ B 

002-591-902NJ G 

002-591-903NJ D 


— Abbreviations and Commonly Used Universal Service 

Order Codes 

— Service Order Entries By Field Workman 
A Okaying Service Orders Testing 


OIO-FIRSTAID 

010-100-001 3 E 

010-100-013 1 A 

010-100-902NJ A 


First Aid 

First Aid Rescue of Person From Live Wire On Ground 
Electric Shocks to Telephone Employees In the Outside 
Plant 


028-HEAD TELEPHONE SETS 

028-350-501 2 1 


Head Telephone Sets KS-19796 Visual Inspection and 
Electrical Tests 


032 CAPACIT0RS, RESISTORS, THERMISTORS, AND VARISTORS 

3 _ Testing, Replacing, Handling and Storing of Circuit Packs 

and Semiconductor Devices 


032-173-301 


075-TOOLS AND MATERIALS 

075-160-301 2 


Screwdrivers Selection, Use and Maintenance 
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Iss. 


Add. 


Subject 



ED TOOLS 

120-101 


2 


Grounding Portable Electric Power Tools 


dJl-TOOLS ARID MATERIALS, OUTSIDE PLARIT 

081-710-200 4 D Insulating Gloves Leather Protectors, Fabric Liners and 

- trtrxiT A Glove Bag 

081-740-105NJ A ^ Extension Ladders and Attachments Description 

and Use 


460 CLIMBERS 

460-300-105 


1 


Climbers 


469-GERIERAL OPERATIRIG METHODS 


469-050-905NJ 
469-050-975NJ 
469-051-907NJ 

469-052-923NJ 
469-060-913NJ 
469-060-921 NJ 
503-100-110 

503-100-90INJ 
660-195-916NJ 
720-020-90 INJ 
745-000-90 INJ 


F 

G 

A 


B 

F 

C 

1 


A 

A 


1 


A 

A 

B 

A 


C 


Telephone Directories 
General Operating Practices 

Observations and Tests to be Made on Investigating 
Reports of Energized Poles 
Inspections Line, Station, and PBX Switchboards 

Accounting 

Repairman’s Daily Report, PI593 
Telephone Set Bases—Kit Plan Identification, 
Installation, Connections, and Maintenance 
Talking Set Turn-Around Plan-Field Operation 
Final Tests of New Installations and Repair Jobs 
Motor Vehicles General Care and Operating Rules 
Protective Packaging System 


620-CLIMBIMG POLES - SAFEGUARDS 


# 


620-105-0 lONJ D 

620-131-010NJ A 

620-132-010 1 A 

620-155-010NJ F A 


Observations and Tests to be Made Before Climbing or 
Working at Joint Use Poles 
Precautions to be Taken Before Climbing Poles or 
Working from Strand or Pole Supported Equipment 
Safeguards to be Taken Before Climbing Poles Testing 
Poles 

Use, Care and Maintenance of Safety Glasses and Goggles 


Page 2 
2 Pages 









practices 


NEW JERSEY BELL TELEPHONE CO, 

MARCH 1973 
SECTION M 


STATION SERVICE MANUAL 
NUMERICAL INDEX 
PROTECTION AND WIRING 


Section 


Iss. Add. 


Subject 


jjO-SERVICE- 

460- 100400 
460 - 110-100 


CUSTOMER EQUIPMENT 

2 - Customer Products Protection and Ground 

4 H Special Safeguarding Measures (SSM) and Special 

Service Protection (SSP) 


460-110-101NJ 


C 


460-I10-906NJ 


A 


460-300-120 

460-300-123 

460-300-125 

460-300-131 

460-300-134 

460-300-145 


1 

1 

1 

1 

3 

3 



1 



Special Service Lines Protection, Termination, Testing 
and Maintenance of Leased Facilities 
Audience Measurement Facilities (A.C. Nielson) - Local 
Channel Short and Continuity Indicator 
Drop Wire Clearances 

Drop and Block Wire Attaching and Fastening 
Drop and Block Wiring—Handling 
Multiple Drop Wire Placement 
Dedicated Plant—Wiring Access Points 
Drop and Block Strans, Sheath, Pole and Wall Wire 
Terminals 


460-300-149 2 


Separation and Mechanical Protection for Wire and Cable 


461-WIRING 

461-100-101 1 


461-110-901NJ A 

461-200-206 2 

461-200-210 6 

461- 630-110 1 

^2-drop and block WIRING 

462- 250-105 1 


462-260-201 l A 

462-260-208 1 ) & A 

'^2-350-213 2 C 

462-400-211 4 R 


Customer Telephone Systems — Terminating and Cross- 
Connecting on Customer Premises — General Plan 
Pole Mounted Power Line Control Circuits 
B Station Wire and Associated Apparatus 
Station Wire and Cable Attaching and Fastening 
Mounting Bracket, Multiple Use KS-20502 List 1 


Serving Area Connector SA-1800 and SA-2700 — 
(AT-8630) - Wiring 

Drop and Block Wiring at Aerial Cable Terminals 
Service Wiring at Buried Closures (K, E, & 3A1) 

Drop and Block Wiring Fastening and Equipping First 
Attachments for Drop Wire Runs on Buildings 
Drop and Block Wiring Pole-to-Building and Pole-to-Pole 

Runs 
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Section 


Iss, 



Ul-CA*!-' 

631 -620-105 

63;-205-20I 


terminals 


1 

I 


3 


Add. 


I & A 




Pic Outside Cross-Connecting Terminal 
R Jr ^ Description and Installation 
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NEW JERSEY BELL TELEPHONE CO. 

march 1973 
SECTION lit 


STATION SERVICE MANUAL 
NUMERICAL INDEX 
ASSOCIATED STATION APPARATUS 


Section 


!ss. 


4(i3^ATlON APPARATUS 

463-12I-H5 I 

463*130"^^ 

463 * 221-100 
463 - 311-100 


463 - 340-100 


1 
10 
5 
4 


3 


Add. 


2 


463 - 340*120 


3 


Subject 


i Box-Identmcation and Installation 

Backboards-ldentification and Installation 

Loudspeaker Set-107A “SPOKESMAN” 

Voice Connecting Arrangements QKT and OKTBT 
30-Type Voice Coupler 


Voice Connecting Arrangements CAU, SU3. SU6 SU7 
KS-20445 Control Unit 

Voice Connecting Arrangement RCZ, Connecting 
Arrangements RTT and RC1, and 4-Wire Service 
KS-19645 Type Recorder Connector 


SOO-RAOIO SUPPRESSION 

500-I50-100 6 


MI-STATION SET COMPONENTS 

501-120-100 7 

501-163-100 1 _ 

501-163-101 A. 


501-164-105 

501-164-106 

501 - 165.101 

501 - 165-115 

^^^*210-102 



5 

4 

2 

1 

4 

3 

B 

2 

5 
5 
1 

2 



1 & A 
C 



Radio Signal Suppression for Telephone Sets 


Buzzers and Bells 

Station Dials 40 Type 

Station Dials 41-Type Identification, Operation and 
Maintenance 

Station Dials 25-Type Identification and Maintenance 

Station Dials — 26 Type Identification, Operation, 
Maintenance and Connections 

Station Dial — 43A 

Station Dials 70-Type Identification and Maintenance 

Handsets Gl, G2, G3, G4, G5, and G11 Types 
Identification, Maintenance, and Connections 

Handsets (Amplifier) G6, G7, G8, and G13 Types 
Identification, Connections, and Maintenance 

Ringers General Maintenance Dial and Ringing Tests 

Service FlA Ringer 

i^ingers M and N Types 

Pl*Type Ringer Identification and Maintenance 

F-56659 and F-56660 Components for Customer-Owned 
Housings 

581A Telephone Set Bases — Identification, Installation, 
Connections and Maintenance 
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Iss, 


Subjet 



iIIATIC dialers, station keys, key EQUIpmfut 
SiulAR UNITS. AND SPEAKERPHONE SYSTEMS ""TERPHONE SYSTEMS. 

*lS 15-100 4 1 KS-16844 Rapidial Identification I . n 

dS” iSSSo” "" 

Dials Con^rtiQMEquipped with Rotary 


512-125-100 

512-125-200 

512 - 125 ^ 


512 


.125*410 


512 * 210*102 


512-210*103 


-240400 


512-510-100 


2 

2 

5 


2 


1 


3 


5 


4 


1 


Identification, InstallaOon and Connections 

’‘““"‘inated Pushbutton 6040 
6041 6050, and 60S 1 Types Identification ’ 

inst^lHtion ^nd Connections 


Key Mounting 400-, 1400-, and 2400- Series 30,60, 
90, and 120 Line Sizes Connections 

Interphone System-1A Home Identification and 
Operation 


512-510-200 

7 


Interphone System-1A Home Installation and 
Maintenance 

512-510-90INJ 

C 

A 

Connections lA Home Interphone Per Drawings 

NJS-135 (Rotary) and NJS-180 (Touch-Tone) 

512-534-100 

3 


2A Communication System (Business-Interphone) 
Identification, InstaUation and Operation 

512-534-400 

2 

1 

2A Communication System (Business-Interphone) 
Connections and Maintenance 

512-620401 

3 

— 

Speakerphone Systems—3-Type 0 to 1 Button Telephone 
Sets Connections 

512-620420 

512-622-402 

1 

— 

Speakerphone Systems—3-Type 5 65-Type Telephone 
Sets Connections and Maintenance 

1 

— 

Speakerphone System—3-Type-221 IP Hand Telephone 


Set - Connections 
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NEW JERSEY BELL TELEPHONE CO. 

MARCH 1973 
SECTION IV 


STATION SERVICE MANUAL 

NUMERICAL INDEX 

STATION SETS - CONNECTIONS AND SERVICE 


Section Iss. Add. 


Subject 


502 STATION SETS 

502-200404 9 

502-201-100 4 

502-305-101 2 

502-320-400 2 

502-320401 1 

502-322400 3 


502-324-400 
502-521401 
502-521-402 
502-521-404 
502-521-410 
502-521-411 
502-523-401 
502-523-402 
502-531-401 
502-531-402 
502-531-403 
502-531-404 
502-531405 
502-531-408 
502-531-409 
502-531 4 10 
502-532-402 
502-532-403 
502-532-410 
502-533-401 
502-533-402 
502-533 403 
502-533-404 
502-533405 
502-533406 


2 

2 

2 

1 

2 

2 

2 

3 

2 

4 
2 
2 
3 
2 
2 
3 
2 
2 
1 
2 
3 
2 
2 
2 
3 


Subscriber Sets—685A Used with Hand Telephone Sets 
Connections 

Subscriber Set 694 Type Identification, InstaUation, 
Connection & Maintenance 
Reference 2220B Hand Telephone Set ACl and ADI 
Telephone Bases 

Service 211-Type Hand Telephone Sets 
Service 212-Hand Telephone Sets 
Service ACl and ADI Telephone Bases With 220A, 
1220A, and 2220B Hand Telephone Sets 
Service 2220B Hand Telephone Sets 
Service 500 A/B Telephone Sets 
Service 500 C/D Telephone Sets 
Service 501 A/B Telephone Sets 
Service 554 A/B and F Telephone Sets 
Service 556 A/B Telephone Sets 
Service 2500D Telephone Sets 
Service 2554B Telephone Sets 
Service 502 A/B Telephone Sets 
Service 510 A/B and E/F Telephone Sets 
Service 511 A/B Telephone Sets 
Service 511 C/D Telephone Sets 
Service 511 F and H Telephone Sets 
Service 558 A/B Telephone Sets 
Service 558 C/D Telephone Sets 
Service 558F Telephone Sets 
Service 15 lOF Telephone Sets 
Service 151 ID Telephone Sets 
Service 1555 B Telephone Sets 
Service 2502B Telephone Sets 
Service 25 lOF Telephone Sets 
service 25 11 F and H Telephone Sets 

Service 25 1 SB Telephone Se 

Service 2555B Telephone Sets 
Service 2558D Telephone Sets 
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Section 


Iss. Add. 


t()2*STATI0N SETS 

502-580403 
502-580405 
502-580408 
502-580412 
502-580425 
502-580-426 
502-580427 
502-580428 
502-580-430 
502-580 4 32 
502-580433 
502-580437 
502-580-438 
502-581401 
502-581403 
502-582400 
502-582-402 
502-582404 
502-610400 
502.617400 
502-619-400 
502-650-100 


502-660-101 

502-660-102 

502-660-410 

502-700-102 

502-703-100 

502-721401 

502-721402 

502-723-401 

502-724-401 

502-726401 

502-730-401 

502-732-401 

502-733-401 

502-735401 


(Cont.) 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

1 

4 

2 

1 

2 

1 

1 

1 

2 

1 

2 

1 

1 1 

2 

1 

1 

3 

3 

2 

2 

2 

2 

2 

2 

2 


Subject 


Service 50IF Telephone Sets 

Service 500 L/M Telephone Sets 

Service 500 R/S Telephone Sets 

Service 514B Telephone Sets 

Service 507 A/B Telephone Sets 

Service 509 A/B Telephone Sets 

Service 532 A/B Telephone Sets 

Service 533 A/B Telephone Sets 

Service 536 A/B Telephone Sets 

Service 557 A/B Telephone Sets 

Service 559 A/B Telephone Sets 

Service 525-Type Telephone Sets 

JService 526 A/B Telephone Sets 

Service 1500S Telephone Sets 

Service 1514B Telephone Sets 

Service 2500M Telephone Sets 

Service 2500S Telephone Sets 

Service 2514B Telephone Sets 

Service 608 and 618 Type Telephone Sets 

Service 660-Type Telephone Sets 

Service 2660-Type Telephone Sets 

Telephone Set 1671 A Type Call-a-Matic Identification, 

Installation, Operation, Maintenance and Connections 
Telephone Sets 660 and 663 Types Identification, 

Installation and Maintenance 
Telephone Sets 662 and 664 Types Identification, 

Installation and Maintenance 
Telephone Sets 1660-Type Connections 
750, 1750, and 2750 Series Telephone Seu Common 

Installation and Maintenance Information 
Reference 2702B Telephone Sets 
Service 701B Telephone Sets 
Service 702B Telephone Sets 
Service 2702 B Telephone Sets 
Service 712B Telephone Sets 

Service 2712B Telephone Sets 

Service 750A and B Telephone Sets 
Service 2750A and B Telephone Sets 
Service 75 1-Type Telephone Sets 
Service 2751C and D Telephone Sets 



Psg«2 
2 Psgof 



